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OIL OF CHERRY-LAUREL

is not used as such in perfumery; at most cherry-laurel water
may be employed. But as this has the odor of oil of bitter
almond and as the presence of some prussic acid, on account
of which the officinal cherry-laurel water is used, is of no value
to the perfumer and is, in fact, undesirable, owing to its
poisonous quality, we- substitute in all cases a corresponding
quantity of oil of bitter almond for cherry-laurel water.

OIL OF CULILABAN (OLEUM  CULILAVANl)

is light brown, somewhat viscid; the odor recalls that of the
oils of cinnamon, sassafras, and clove. It has been used for
scenting soap.

OIL OF CARAWAY (OLEUM CARI)

is light yellow and has an aromatic odor and burning taste.
In perfumery it is used only for very cheap odors and for
scenting soap; it finds its chief application in the manufac-
ture of liqueurs.                                                        "

OIL OF LAVENDER (OLEUM LAVANDULJE).

This oil is obtained by the distillation of the flowers of
Lavandula vera, growing principally in France, Italy and Eng-
land. English Oil Lavender is more highly esteemed than the
French varieties but is sold in much less volume, most of the                        '- *

commercial oil coming from French sources. The two varieties
of oil are of quite different composition, the French containing                        |f|p
from 25 to 44% esters, chiefly linalyl acetate, and the English                      ;
only 7 to 10%. Other tests must, however, be used to distinguish
the two, as the French oil is sometimes adulterated with spike
lavender to bring the ester content down to that of the more ex-
pensive English oil. This form of adulteration fortunately af-
fects the optical rotation as well as the ester content.